Olu Read to Bloomfield 
Newark, New Jersey 07104 
Hoveuber 3, 1990 


To the sddtor 

The Star-Ledger 
Star-Ledger Plaza 
Rewark, Hew Jersey 07102 


the urtiolve in the Star-Ledger concerning the Sesex County inoinerator, 
repeatedly state that it is located in the Ironvound district of Newark. 
This Statement may ve due to the assumption by many people that all the 
area oast of tho Pennsylvania Station is the “Lronvound.” 


‘The incinerator, slong with the neighboring 2ssex Censrating Station of 
PISU occupive the Southeast tip oF che arca bounded uy che curving 
Passaic River and lwysond goulevars. For three-fourths of a century, 
hie piece of land was called "Phe Island” because 4: vae voparated from 
the rest of Newark oy the Horris Canal, 


ben the canal was ubandoned ana replaced uy Keyword soulevard, the 
name hud no nore eignificunos, Consequently, a little oit of Nowark'e 
hiatory disappeared, "Mhe Ialans” was a momento of tho engineering marvel 
that made a Significant oontrioution to tha iniuetrial <ovølopaent of 
Newark. ~<a 


Very wuly yours, 


Un Je Henderson 


